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Annual Meeting 





The plans for the annual meeting of the Manitoba 
Medical Association September 11th, 12th and 13th 
are now well advanced. 


The Canadian Medical Association have arranged 
for the following visiting speakers: 


Frank S. Patch, B.A., M.C., C.M., F.R.C.S. (C.), 
Professor of Surgery, McGill University, 
Montreal, and President-Elect of the Canadian 
Medical Association. 


H. B. Cushing, B.A., M.D., C.M., ; 
Emeritus Professor of Paediatrics, McGill 
University, Montreal. 


Roscoe R. Graham, M.B., F.R.C.S. (C.), ; 
Assistant Professor of Surgery, University of 
Toronto. 


W. G. Cosbie, M.D., M.B., F.R.C.S. (C.), 
Senior Demonstrator in Obstetrics and Gynae- 
cology, University of Toronto. 


T. C. Routley, M.D., LL.D., F.R.C.P. (C.), 

General Secretarv. Canadian Medical Assoc- 
iation. 

In addition, there is to be an exchange of speakers 
with the British Columbia Medical Association. It 
is hoped that Dr. C. H. Vrooman will be able to attend. 
Dr. Vrooman is a physician who has specialized in 
the treatment of chest conditions, and has made a 
detailed study of the silicosis problem. 


Clinics will be arranged at some of the Winnipeg 
hospitals, and it is hoped this year to include on the 
programme some medical motion pictures. 


Minutes of Executive Meeting 





Summary of minutes of a meeting of the Executive 
Committee of the Manitoba Medical Association held 
in the Medical Arts Club on Tuesday, May 23rd, 1939. 


Present. 
Officers and members of Executive: 


Dr. W. S. Peters, Chairman 
Dr. O. C. Trainor 

Dr. Geo. Clingan 

Dr. W. E. Campbell 
Dr. C. B. Stewart 

Dr. Geo. Brock 

Dr. C. E. Corrigan 

Dr. O. J. Day 

Dr. E. J. Skafel 

Dr. S. G. Herbert 

Dr. C. W. MacCharles. 


Chairman, Committee on Sociology: 
Dr. E. S. Moorhead. 
Reading of Minutes 


Following dinner, the President called the meeting 
to order at 7.30 p.m. and requested that the minutes 
of the last Executive meeting, January 17th, 1939, 
and also minutes of a special meeting held on May 2nd, 
1939, be read. 


It was moved by Dr. Geo. Glingan, seconded by Dr. 
C. B. Stewart: THAT as copies of these minutes had 
been given to the members that they be taken as read. 

—Carried. 


Business Arising Out of the Minutes 


Health Insurance. 


Dr. Moorhead stated that a report had been received 
from Dr. Wilson, but there has not been time for the 
Committee on Sociology to study it. 


Contract Practice. 


Dr. Moorhead reported that a certain amount of 
information had been obtained but that it was not 
of much importance, and therefore the Committee on 
Sociology had nothing to report at this stage. 


Voluntary Health Insurance. 


Dr. Moorhead reported that his Committee had not 
had time to study this question. 


Lodge Practice. 


Dr. Moorhead reported that the Committee on 
Sociology continued their investigation as to lodge 
practice, as suggested in the original communication 
from the Committee on Economics of the Canadian 
Medical Association. A questionnaire had been sent 
out to 385 doctors in Greater Winnipeg, and 225 
doctors, that is 59%, had replied. The replies to the 
questionnaire had then been summarized by two mem- 
bers of the Committee on Sociology, and their opinions 
were incorporated in Dr. Moorhead’s report. 


It was moved by Dr. E. S. Moorhead, seconded by 
Dr. W. E. Campbell: THAT this report be accepted. 
—Carried. 


Salaries to State Medical Officials— 
Report from Committee on Sociology. 


At a meeting of the Sociology Committee held on May 
17th, Dr. Moorhead submitted a list of the salaries 
paid to state medical officials and read a draft of a 
report for submission to the Executive Committee of 
the Manitoba Medical Association. The Sociology 
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Committee passed a motion that the complete report 
be adopted and submitted to the Executive Committee. 


The Chairman of the Committee on Sociology read 
the following report to the Executive: 


“To the President and Executive Committee of the 
Manitoba Medical Association. 


“The Committee on Sociology presents herewith its 
report on the salaries of whole-time employees of the 
state, the latter term including all departments of the 
provincial government, of municipalities, urban and 
rural, also some federal departments. Not all employ- 
ees replied to the circular; where it appeared to be 
important, salaries in these cases were obtained from 
public reports. It was felt that the picture would be 
complete if whole-time employees of hospitals and 
private sanatoria were invited to report. Circulars 
were sent to all superintendents, pathologists, and 
other full time employees of general hospitals or 
private sanatoria. Two pathologists alone replied. 


“Many officers took the trouble, for which acknow- 
ledgement is made, to give the Committee full details 
of the conditions of service, etc., and from these replies 
a resume has been made. 


“In the case of some appointments, there is a further 
subsidiary appointment which carries a salary; in a 
few cases this is substantial but in the larger number 
the amount is small. It should be noted that municipal 
doctors can and do increase considerably their incomes 
by such additions as major surgery, life insurance, 
periodic health examinations, workmen’s compensation 
cases, private patients coming from neighboring areas, 
and the provision of drugs. Extras for use of car or 
travelling expenses have not been included in salaried 
appointments. Note is made of these cases where 
subsistence is included. This term covers a separate 
residence within the grounds of the institution and the 
services of a maid, or suites of varying sizes in the 
main buildings; it also includes rations for the officer 
and his family, laundry, fuel and light. It is acknow- 
ledged that all these are computed at a very moderate 
rate, which is of assistance in submitting income tax 
returns. Hours of duty vary widely; even when speci- 
fically laid down a state officer may be required for 
emergencies any time during the twenty-four hours. 
Holiday allowance appears to be reasonable. 


“Two specific complaints recur: (1) With very few 
exceptions no arrangement is made for pensions. 
(A provincial pension scheme was established as at May 
Ist, 1939). (2) There does not appear to be any 
general policy of an annual salary increase to a maxi- 
mum for specific grades and classifications. (Estab- 
lishment of minimum and maximum salaries for al! 
positions together with annual increase, is to be com- 
pleted by the provincial government during ensuing 
year). 

“Many writers expressed their appreciation of the 
efforts of the Committee on Sociology on their behalf 
and hoped that publication of terms of service might 
be of benefit. 


“The Committee on Sociology not having been asked 
to make recommendations attaches the salary schedule 
and concludes its report.” 


The salary schedule was submitted to the Executive. 


It was pointed out that in Dr. Routley’s original 
letter of November 18th, 1939, that question number 
three referring to salaries to state medical officials, 
read as follows: 


“In event of answering numbers 1 and 2 in the 
affirmative, what suggestions have you to offer as to 
how this study should proceed; and have you any sug- 
gestions to offer as to classifications and amounts of 
salary which should be paid to each? (In replying, 


the Executive would appreciate your views on the 
whole question of classification and the selection of 
candidates for the various posts.)” 


It was moved by Dr. E. S. Moorhead, seconded by 
Dr. C. E. Corrigan: THAT an answer to question three 
in Dr. Routley’s letter of November 18th, 1938, be 
deferred until after our report and that of the other 
provinces have been submitted to the Canadian Medical 
Association Executive, and they have made a prelimin- 
ary study. —Carried. 


Rural Relief Cases. 


The Chairman of the Committee on Sociology read 
the summary which he had prepared from the replies 
of rural practitioners to the questionnaire. This had 
been considered by the Committee on Sociology on 
May 17th. The chairman stated that the porportion 
of replies returned by rural practitioners was low— 
only 17% and the committee had been rather dis- 
appointed that more practitioners had not taken the 
trouble to reply. By contrast, when a questionnaire 
had been sent out to practitioners in Greater Winnipeg 
asking for information with regard to lodge practice, 
59% had replied. 


Among the 17% of rural practitioners who replied, 
about one half appeared to be satisfied with the 
arrangements for the care of relief case and the other 
half were dissatisfied. 


(Note.—Some of the replies which repeat suggestions 
contained in preceding ones have been deleted from 
the printed minutes). 





(1) TOWN AND R.M.—Doctor approached his 
Council five years ago, and they finally paid half rates 
for emergencies. Office calls and minor cases free. 
Neighbor R.M. cannot or will not pay. Maternity work 
not regarded as emergencies. Methods of reasoning, 
education and persuasion better than force. Suggest 
clause in Municipal Act showing responsibility of 
Municipal Council for health. 


(2) VILLAGE AND PARTS OF 4 R.Ms.—a, b, ¢, d. 
—Village (Doctor’s residence). Never paid and won’t 
pay. Has not appeared before them. (a) Pays him 
as M.O.H. $250.00 and he usually throws in indigent 
care; (b) gives a retainer of $20.00 a year and mileage 
75c one way. Have at times honored accounts; (c) 
and (d) never pay. 


(3) TOWN AND 3 R.Ms.—Two doctors presented 
case to Town Council and receive satisfactory treat- 
ment. (a) Not so good—no authority, no pay. (b) 
Satisfactory. (c) No good. If doctors stick together 
they can get what they want. 


(4) CITY.—Sees quite an improvement in relations 
between counci! and doctor in last five years. At first 
there was obstinate opposition and doctors not unani- 
mous. Started a campaign of publicity. Council now 
pays $1,500 per annum. It has been demonstrated 
that by continual effort in raising a subject never 
before active, success may be accomplished. Suggests 
that other districts organize for constant agitation to 
bring medical subjects before public and press, and 
by deputations. 


(5) TOWN.—Council pays for first visit and any 
others that M.O.H. sanctions. Sets aside a sum to 
meet this; also $10.00 for maternity cases in hospital, 
$15.00 outside. 


(6) TOWN AND 6 R.Ms.—Town doctor’s own resi- 
dence. Pays nothing. R.M. “a” and “b” pay $50.00 
for major operations if authorized, $15.00 maternity 
in hospital, some T & A $15.00. R.Ms. (c.d.e.f.) are 
difficult. Arrangements should be provincial in scope. 


(7) 2 R.Ms.—Each pay $50.00 per month as M.O.H. 
Custom to regard it as including indigent care. Trans- 
portation sometimes exceeds salary. Believes one 
of the councils could not increase the subsidy because 
expenditures are controlled by Utilities Board in Win- 
nipeg. Suggests organized effort, since the problem 
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cannot be handled by local doctor. Not likely to have 
municipal doctor in that area. 


(8) R.M.—Bad. Reeve at meeting said he would 
sooner pay hospital fees of $1.50 than doctor. Prac- 
tices in two other municipalities; treated much better 
—maternity cases $15.00. Any other system prefer- 
able to present one. 


(9) R.M.—Municipality pays $500.00 a year. He 
sends $25.00 often to two doctors who operate on his 
cases. A municipal doctor scheme would not work 
here unless a new area was formed. 


(10) R.M.—Fairly satisfactory. Pay $15.00 for 
maternity cases and authorize country calls. 25c a 
mile each way and $2.00 for examination. No surgical 
fees. Objects to disclosing nature of illness to 
councillors. 


(11) R.M.—“I am a municipally paid doctor, by 
contract bound to provide medical services to all resi- 
dents and their dependents of this municipality. In 
every case these services shall be free to the individual 
concerned with the exception of any actual cost that 
I may have incurred (the cost price of dressings, 
adhesive, x-ray plates, etc). Where hospitalization is 
necessary, I am expected to provide my services to 
the full extent of my capabilities. For this I may 
charge a fee which will represent 75% of the usual 
fee, or of what I would charge an outsider. The R.M. 
assumes no responsibility in the payment and collection 
of these fees.” 


(12) “To date this municipality has been very fair 
to me in the treatment of non-paying patients. You 
will please note, that I do not use the word indigent. 
However, this year there has been a distinct hardening 
in the attitude of my Council noted. This, in my 
opinion, is due entirely to the following causes. I 
was told quite frankly, that neighboring municipalities 
are sending their patients into Virden, Souris, Brandon 
and Winnipeg hospitals, and getting free medical ser- 
vice, the only cost to the municipality being $1.50 a 
day. It is my considered opinion, that the absolute 
refusal of medical men in hospital towns to do free 
work for non-resident patients, would go a long way 
in the solving of this problem. My experience indicates 
that doctors in hospital centres will not hesitate to 
certify as emergent, and send patients to hospital for 
trivial things. They figure (and in most cases rightly) 
that the local Health Officer will not have the nerve 
to say anything. I have my own opinion as to why 
they do this, but it does not really bear directly on the 
present question. 


“All the municipal councils are learning about this 
‘racket,’ and unless it can be stopped all rural men will 
be in the same boat—doing the work for nothing. The 
Winnipeg men are bad offenders in this respect. Why 
should they take it upon themselves to do rural work 
gratis? They are doing both themselves and us a very 
serious injustice. Why do local health officers send 
patients to your public wards? It is because our hand 
is forced. The municipal councils understand the 
situation, and if consent is not given they are sent 
any way. They can always get admitted to the public 
ward. The clause in the Public Health Act requiring 
the signature of the local health officer, has been made 
a farce by the doctors themselves. The public have 
come to realize this also. 

“Clear our own yard, and then it will be soon enough 
to approach the Union of Municipalities.” 

(13) TOWN AND R.M.—Crisis a few years ago. 
Two municipal councils offered to pay 50% when 
authorized; other 50% to be collected by doctor. Not 
acceptable. Now refers indigents to council; if latter 
authorize service it is paid for. Only a few dollars 
from R.M. and none from town. Recently things have 
been evened up by payment for vaccination and toxoid. 


Councillors ignore duties to human beings and doctors 
lack back bone. 


(14) M.O.H. for part of (a) municipality and 
deputy M.O.H. for (b) municipality. Doctor does not 
receive retaining fee but is paid on mileage basis for 
health work. (a) Pays 50% for a minimum of attend- 
ance (b) rarely pays for anything. I have to battle 
over each case and try to show that service at home 
will be cheaper than hospitalization at $1.50 a day. 
Council do not object to hospitalization, as hospitals 
need the money. Rural doctors in western Manitoba 
criticize Brandon city doctors. If they would refuse 
free treatment to municipal cases our hands would be 
strengthened. 


I think M.M.A. should press for standard agreement 
with municipal councils to assure some payment for 
relief cases. I do not fear municipal doctor here. Most 
councils would sooner pay nominal fees than embark 
on municipal doctor scheme. 


(15) TOWN AND R.M.—M.O.H. for town. Reason- 
ably well treated. $400.00 as M.O.H. salary covers 
care of indigents and relief cases, but no emergency 
surgery. Few on relief and the usual proportion of 
indigents. Neighboring R.M. has always refused to 
do anything. Appreciate efforts of Committee on 
Sociology but does not feel that the matter should be 
pursued in his community. 


(16) “I might say that it is high time that the rural 
medical men got together and set some fair standard 
of remuneration for their services to indigents and 
those requiring municipal aid. If the Association does 
not set a standard fee and standard requirements, we 
have little to guide us and the individual medical man 
cannot justify his charges.. A few years ago I went 
to the Council and asked to be reimbursed for a trip 
in the country to a well known indigent—I only charged 
50% of the regular fee, 50c a mile. After I had left 
the Council chambers the Reeve was reported to have 
said that he couldn’t see why a damned M.D. should 
get 50c a mile when he only got 10c a mile as Reeve 
for inspecting a bridge. The other Councillors to 
avoid any argument decided that as I had not got their 
permission before making the trip I should get nothing. 
I think that this requirement of getting the consent 
of the Reeve before attending an indigent is pretty 
much a general rule throughout the province, and in 
practise it works out rather badly for the doctor, espec- 
ially when the Reeve has no ’phone and the call is in 
the night. Your suggestion that many doctors are 
afraid to disturb the status quo shows clearly that 
these doctors are under the thumb of their councils— 
throughout the province there is no standard of equity. 
Each doctor has to depend on himself—if he has a 
reasonable Reeve the matter is amicably decided and 
the doctor receives fair remuneration—but if the Reeve 
is a tight-wad or antagonistic the doctor’s only recourse 
is to attend all cases and hope that he will receive his 
reward elsewhere. The fact that various doctors have 
different arrangements with their local councils shows 
that the country doctor is acting as an individual and 
not as a member of an association. Uniformity of 
action is the only fair basis for any agreement between 
the doctors and their councils. 


“If the urban doctors considered it a vital necessity 
to band together to secure proper payment for services 
given to indigents, then it should be accepted that the 
country doctor should receive the backing of the whole 
medical profession in his request for proper recognition 
by his council. The fact that he is often afraid to press 
his claims should not invalidate the principle which his 
urban confrere considered important. 


“Formerly I received $50.00 a year for looking 
after all the health work in the west half of the muni- 
cipality, this included all expenses, all quarantining, 
etc., and on very rare occasions I received payment for 
a confinement case, $15.00 for a country case and 
$10.00 for a town case. I received $5.00 for a 10-mile 
trip and paid my livery in winter $4.00, but these 
payments were very rare and usually after much per- 
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suasion. Certainly I did not consider I received a fair 
deal, but what was my recourse—of what benefit was 
it to belong to a medical association whose city members 
were reimbursed and whose country members were 
left to fight their own battles. Possibly you were right 
in saying that we were to blame (partly) in not being 
able to secure proper recognition from the councils 
at the time the doctors in Winnipeg secured payment 
for their services to indigents. However, many of the 
larger towns in the province where there were several 
doctors, failed also. The individual doctor is up against 
a hopeless task, unless he is a super salesman, and 
unless the medical association stands solidly behind 
him. The fact that today the city doctor receives 
payment for his services and the country doctor receives 
little or nothing, tends to divide the association and 
shows group preference.” 


(18) R.M.—Relations quite satisfactory. Not many 
indigents there. If authorized bills are paid. 


(22) 2 R.Ms.—M.O.H. of northern part. (a) 
Retaining fee $50.00 per year. Any authorized work 
is paid for, relief or otherwise. (b) All authorized 
work paid for. All difficulties easily straightened out. 


(23) SEVERAL R.Ms.—(a) Has a medical fee 
system which is quite fair. (b) Treats M.O.H. fairly 
and gives consideration to payment for indigents. (c) 
Town—not keen on giving help; take the attitude that 
a doctor cannot refuse services. (d) Non paying, non 
co-operative class, rarely pay. (e) In a class by itself. 
Demand services and flatly refuse to pay; anxious for 
a municipal service. M.O.H. for a portion of this 
municipality, and receives payment for 25% of services. 
No payment for indigent or relief cases. Doctor says 
that this municipality is bankrupt and expects some one 
else to pay for municipal doctor. 


(24) Rural practitioner gets little help from M.M.A., 
therefore has never joined. Glad to hear of action. 
(1) He leaves drugs, etc., at house for which he receives 
nothing. (2) Council maps out municipal doctor area 
and makes it too large. (8) Suggests standard area, 
ditto fees and payment for drugs left. 


(26) R.M.—Unsatisfactory. Reeve says ‘“‘no money 
for medical aid.” For confinements a small remun- 
eration by threatening hospitalization with railway 
fares and fees. When called in capacity of M.O.H. 
bill is promptly paid. Council decline to immunize 
the school children. 


(27) VILLAGE AND R.M.—R.M. give retaining fee 
of $40.00, and 50c a mile for those on relief; nothing 
for surgery. Village $50.00 only, but are considering 
a grant for care of relief. Vaccination (smallpox) 
and toxoid 50c each. A municipal system which does 
not supply surgery is a cheat, as only half expenses 
are met. 


(28) R.M.—“The Municipal Council does not, and 
has never in the past paid for medical services to 
indigent patients other than those on relief. 


“The only money I receive from the municipality 
is an annual retainer fee of $80.00 and mileage of 
75c per double mile in case of infectious diseases, 
including two trips made in the capacity of a Health 
Officer. 


“In case of services in unorganized territory, the 
present regulations are as follows: When a doctor 
gets a call from a patient in unorganized territory, he 
is directed to communicate with the Provincial Board 
of Health and get a permission for such visit. If such 
permission is granted then the doctor will receive pay- 
ment; but if the doctor answers the call on his own 
initiative then payment will as likely be refused.” 


(29) TOWN, PART OF R.M. (a) ALL OF R.M. (b). 
—Treatment has been fairly generous with regard to 
indigent care. All M.O.H. work paid for by visit or 
mileage. Town—no relief for indigents, just straight 
charity. Retaining fee raised from $30.00 to $100.00 


to cover indigents. R.M. (a) pays % of Winnipeg 
relief schedule. R.M. (b) honors all indigent accounts 
in full, and do not quibble as to whether they are on 
relief or not, as long as they are indigent. 


‘“‘Whatever I have been able to secure from these 
councils has been partly due to your own excellent work. 


“In a general way I believe medical relief costs 
should be removed from local control. A_ provincial 
board could pay all relief medical accounts, through 
a municipal levy. Equality of treatment would then 
be possible for all practitioners.” 


(32) R.M.—“Our Council has always treated me 
pretty well, although they pay only for relief patients. 
The biggest problem is to collect from farmers that 
are not on relief. But the rate of payment is rather 
low—$10.00 for a confinement, for instance. However 
it is take that or nothing. I think the Council is doing 
quite well considering the times and that they consider 
themselves responsible only for people on relief.” 





The Chairman of the Committee on Sociology then 
read the following minutes of the meeting of the 
Committee on Sociology held on May 17th, 1939, with 
the resolution which had been adopted. 


The Chairman discussed the information which he 
had received from practitioners in rural areas with 
regard to relief cases, and pointed out that several of 
the men had objected to the alleged practice of Win- 
nipeg Hospitals admitting to public wards patients 
whom the rural doctors considered should be able to 
pay for both medical services and hospital accommo- 
dation. He had asked Dr. Stephens, Superintendert 
of the Winnipeg General Hospital, and the Business 
Manager of the St. Boniface Hospital, both members 
of the Manitoba Hospital Association, to give their 
opinions. 


Dr. Stephens discussed the report which he had sent 
to Dr. Moorhead, a summary of which follows. 


Dr. Stephens pointed out that one of the chief diffi- 
culties is that the Rural Health Officers and Practicing 
Doctors are not familiar with the Hospital Act and the 
conditions under which a patient, chargeable to a muni- 
cipality, may be admitted to hospital. He also pointed 
out that when the Hospital Act was revised by the 
Legislature, the Manitoba Medical Association did not 
have a representative present with a watching brief 
during the proceedings. 


The chief complaints from Reeves and Municipal 
Councils were that patients from rural areas were kevit 
too long in hospital and that patients were admitted 
who did not require hospital treatment. The former 
complaint has been demonstrated not to be valid with 
regard to metropolitan hospitals. The latter has arisen 
at times because of the objection of local doctors whose 
patients had ignored their advice and gone to a City. 
for example, the Maternity case which had been the 
great bone of contention. When the patient leaves 
home the case is not urgent, but when the patient 
arrives at the Hospital there is no time for any delay. 
Similarly other conditions in dispute that he recalled 
to mind are old standing hernias, threatening obstruc- 
tions or actually obstructed; previously balanced 
diabetics, showing acidosis or even beginning coma; 
inoperable cancer for palliative treatment. 


He pointed out that Municipalities rarely pav fees 
for medical services in metropolitan hospitals, although 
according to statements made by rural practitioners 
fees were often paid for medical services in the local 
hospitals. In Saskatchewan and for Saskatchewan 
patients sent to Manitoba a professional fee is 
frequently paid by the Municipality. 


A patient is frequently sent to the metropolitan 
hospital, requiring elaborate investigation and or 
expensive treatment, e.g., cancer, brain tumours, etc. 
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Further, these cases have to be hospitalized over a 
prolonged period. Obviously the statutory grant is 
insufficient to meet the cost, and municipal councils 
persistently take protection from the Act and refuse 
to pay for these extra services. 


After reading the replies from rural practitioners 
Dr. Stephens made the following comments: 


1. The confidential character of illness: according 
to the Act the hospital is required to state the reason 
for admission for unauthorized patients, which reason 
may be in some cases considered a breach of confidence. 
The Act requires that this documental form be sent 
to the Secretary of the Municipality as well as the 
Health Officer. 


2. I agree with the doctor who says we should not 
use the word “indigent”? though it is frequently used 
throughout the text. The term is not used officially 
in Manitoba phraseology insofar as hospital patients 
are concerned, though some members of the Department 
of Health by frequent reference to-it are gradually 
bringing it into general use. I hope it may be kept 
out of Manitoba legislation. 


3. The inclusion of the word “emergent” or “emer- 
gency” is erroneous. There is nothing in the Act 
demanding that a case be an emergency. Certificate 
is that “‘it is unwise to delay.” 


Dr. Stephens’ suggestions with regard to improving 
the situation were as follows: 


1. That sections of the Hospital Act should be pub- 
lished from time to time in the Manitoba Medical 
“Review” for the information of medical men. 


2. That articles on sections of the Hospital Act 
might be published in the Western Municipal News and 
the Country Guide for the information of officers of 
municipalities. 

3. That formal letters to Reeves or Secretaries 
might be of some value as they were usually read to 
the Council. 


4. That personal visits by representatives from the 
hospitals could be made to rural councils at which time 
problems could be discussed. 


The following letter from the business manager 
of St. Boniface Hospital to the Chairman of the Com- 
mittee on Sociology was then read: 


“T have carefully perused your circular letter of 
March 6th last, directed to the Manitoba Practitioners 
outside of Greater Winnipeg area together with extracts 
from various opinions expressed by a number of such 
practitioners, and I am glad to respond to your wish 
in giving you my opinion as a layman who has been 
connected with hospital work from a business stand- 
point for the last six years and having had previously 
some 20 years experience in municipal work. 


“T would state at the outset that the main difficulty 
that I see in the way of your very reasonable objective 
is obviously the apparent lack of unity on the part of 
those most vitally interested in the matter, and need- 
less to say that this situation must of necessity be the 
first lacune to correct. 


“Tt:is well known that the bugbear of a great many 
Municipal Councils is Hospital and Medical Accounts, 
but depending in a very large measure on the leader’s 
sentiments or dispositions on these questions. 


“My experience is that in some cases at least, the 
Medical Man is to some extent responsible for the 
attitude taken by such Councils, by not taking the 
trouble or the proper means to obtain favorable reac- 
tion through personal contact in er outside of Council 
Meetings; some of them do not seem to care or perhaps 
take the view that it would be below their dignity. 


“A reeve’ mentioned ‘That he would sooner pav 
hospital fees:of $1.50 than the Doctor.’ I have myse!f 


heard that expression on different occasions on the 
part of members of certain councils. Unfortunately 
for the hospitals who are endeavoring to impress upon 
them that the statutory rates for public ward patients 
are not adequate, and that the hospitals are justly 
entitled, if not clearly defined in as many words in 
the statutes, to collect from the patients for the extra 
services over and above the obligation of the Muni- 
cipality. We all feel that there are some patients 
who would be financially able to pay their own bills 
to the hospitals as well as the attending Doctors and 
would do so if, for political reasons, they had not 
been advised by either the Reeve, the individual Coun- 
cillors or even the Secretary-Treasurer to have their 
bills sent to the Municipality so as to avoid payment 
for extra services. There is there an anomaly which 
is difficult of correction but not unsurmountable. 


“With reference to the admission of public ward 
patients with or without the proper authority from 
the Medical Health Officer or the Municipality, this 
has been and is still a point of contention judging 
from our experience here, and I believe that this also 
applies to the other hospitals in Greater Winnipeg, 
but there are relatively very few cases where hospita!- 
ization is not warranted. It is generally conceded 
that hospitals cannot very well refuse admission of 
patients coming from outside of Greater Winnipeg 
until at least the provisional diagnosis has been deter- 
mined. We generally phone the proper officers of 
the Municipality in such cases with satisfactory results. 
We also find that in some cases, mostly maternity, for 
some reason or other, the expectant mother claims 
that she has had some unpleasant experience with either 
the Health Officer or the Local Doctor which she offers 
as an excuse for not having applied to the Health 
Officer for authority for her hospitalization, and these 
patients generally come to the hospital at the last 
moment which naturally leaves no other alternative 
than to admit them. I might say, however, that this 
situation is better understood by all concerned. 


“In any event, when the officials of the hospital 
feel that public ward patients are not strictly speaking 
indigents, endeavors and sometimes reasonable pres- 
sure are exercised to have them choose their own 
physicians and pay for both the hospital and the 
physician. I venture to say that the whole situation 
as to the relations between the Municipalities, the 
Medical Officers and the Hospitals is gradually improv- 
ing, it being fully recognized that mutual co-operation 
in the matter is essential. 


“If I am permitted to offer a suggestion, the whole 
rural problem could be reasonably solved by a system- 
atic campaign such as you have so splendidly conducted 
in Greater -Winnipeg, and the most effective way of 
doing so in rural districts, in my opinion, is by personal 
contact with each individual council throughout the 
Province. The task would not be as difficult as one 
would be inclined to believe at first blush; for instance 
the Province could be divided in four districts for the 
purpose, and suitable representatives of your Associa- 
tion from Winnipeg and other large centres delegated 
to visit the Councils in each district and conduct a 
well prepared educational campaign. I dare say that 
with a proper itinerary, all the rural councils could 
be covered over a period of say some six months. I 
bear in mind the fact the Councils meet practically 
all during the first week of the. month, but as they 
generally sit all day, your delegates by motoring could 
meet on the same day some three, four and even five 
councils. 


“I am speaking from my own actual experience in 
connection with my work for this Hospital, and have 
no hesitation in saying that in my own modest way, 
I have been successful in settling disputes, misunder- 
standings and long past due accounts simply through 
round table conversations with members in Councils, 
applying myself to show the hospital side of the ques- 
tion. I have without any. exceptions been received 


—————rrrrrrlrlreae —E — — — 








142 THe Manirosa MepicaL REVIEW 





[July, 1939 





with courtesy and attention, even at places where l 
was expecting anything but that. They generally show 
that they appreciate the fact that one takes the trouble 
to drive miles to meet them and state his case viva-voce. 


“I only regret that my office occupations do not allow 
me to extend my activities in that particular sphere 
as much as I would like to, as I am firmly convinced 
that this system is the most effective one. I do not 
forget that it cannot be done without some sacrifice 
both in time and money, but it is generally amply 
justified. 


“The campaign could then be followed up through 
the Union of the Manitoba Municipalities for the 
purpose of obtaining some reasonable legislation which 
would ensure, once for all, the principle that the medi- 
cal men the same as the Hospitals are entitled to 
receive adequate remuneration for services rendered 
to indigent patients. The movement would also, in my 
estimation, go a long way towards obtaining that both 
the Provincial and Federal Governments deal with these 
public services in the same manner as they do for 
direct relief and that is on a tripartite basis, as to the 
best of my knowledge, Cities, Towns and Surburban 
Municipalities have been practically the only ones so 
far to earnestly press the Governments in that respect 
so that if the Rural Muicipalities would join in the 
movement, no doubt that it would hasten the Govern- 
ments to respond favorably. 


“Trusting that this opinion, which I give in all 
sincerity may be of some assistance to you in your 
worthy but difficult task.” 


Dr. Mitchell thought that the difficulties between city 
physicians and metropolitan hospitals on one hand and 
rural municipal councils on the other, might best be 
solved by personal discussions. If representatives of 
metropolitan hospitals and members of the Executive 
of the Manitoba Medical Association could state their 
case before the district meetings of the Union of 
Manitoba Municipalities much might be accomplished. 
The presidents or officials of the Union might also be 
invited to sit in at meetings of the Executive Committee 
of the Manitoba Medical Association. 


Dr. Gordon supported this suggestion. 


Dr. Campbell pointed out that he had suggested at 
the Executive meeting that it might be advisable to 
have a standard form for admission to hospitals by 
which any patient who was admitted to the public 
ward was required to sign a certificate that he was 
unable to pay the full costs of hospital accommodation 
and medical service. 


Dr. Stephens doubted if it would be possible to 
secure such legislation. If such were secured it would 
further hamper the admission of patients, a process 
which already penalizes the hospital and is a constant 
source of annoyance to the practising physician. 


Dr. Campbell pointed out that when this question 
was discussed at the Executive meeting, the secretary 
was instructed to ask for the opinion of the Deputy 
Minister of Health and it could then be discussed at 
the next Executive meeting. 


Dr. Moorhead then dealt with the general problem 
of rural relief cases and recounted his experience at 
Carman. One doctor had written in to ask if the 
Chairman of the Committee on Sociology would inter- 
view the Carman Municipal Council with regard to 
making provision for the care of indigents. After this 
request had been signed by all the doctors in the town, 
Dr. Moorhead interviewed the Municipal Council and 
succeeded in having them agree to making some 
reasonable arrangement with the doctors. 


Dr. Moorhead pointed out that there was no difficulty 
encountered in these negotiations, and that the Council 
appeared to be quite reasonable. 


Dr. Moorhead then discussed the report that should 
be submitted to the Executive Committee of the 


Manitoba Medical Association with regard to rural relief 
cases. 


It was moved by Dr. J. A. Gunn, seconded by Dr. 
Athol Gordon: THAT the Committee on Sociology 
recommend to the Executive Committee of the Manitoba 
Medical Association that the best solution of the diffi- 
culties with regard to the care of indigent cases in 
rural areas, would be that the Executive offer to the 
practitioners concerned, the assistance of a represent- 
ative of the Manitoba Medical Association who might 
be sent to help the local medical men negotiate with 
their Councils, provided that in each case the request 
for assistance should come from all the doctors in the 
area concerned. —Carried. 





It was moved by Dr. E. S. Moorhead, seconded by 
Dr. E. J. Skafel: THAT this report of the Committee 
on Sociology with regard to rural relief cases and the 
resolution be adopted. —Carried. 


Discussion followed with regard to the publication 
of this report, and it was moved by Dr. O. C. Trainor, 
seconded by Dr. E. J. Skafel: THAT this report of 
the Committee on Sociology adopted by the Executive 
with regard to rural relief cases, be published in the 
“Review” and a copy be sent to the secretary of each 
district society with a covering letter. —Carried. 


Annual Meeting. 


Dr. Corrigan, Chairman of the Programme Com- 
mittee, read the list of visiting speakers from Toronto 
and Montreal, and also reported that arrangements 
were going forward for exchange of one clinician with 
British Columbia. It would probably be possible to 
include some medical motion pictures in the programme. 


It was moved by Dr. C. E. Corrigan, seconded by 
Dr. Geo. Brock: THAT this report be accepted. 
—Carried. 


Representation on Workmen’s 
Compensation Medical Appeal Board. 


The following report was submitted by Dr. Corrigan: 


“As instructed at the last Executive meeting, the 
treasurer and secretary interviewed Dr. Fraser of the 
Workmen’s Compensation Board on May 19th and 
discussed the question of the best arrangement for 
the Medical Appeal Board appointments. 


“Dr. Fraser confirmed our information to the effect 
that the Manitoba Medical Association has never 
made any subsequent appointments to the Medical 
Appeal Board, or suggested any further names for 
Chairman or Vice-Chairman since the original com- 
munication dated February 20th, 1934. 


“Dr. Fraser stated that the relation between the 
Board and the profession has always been amicable 
as far as he was aware during the past number of years. 


“The treasurer and the secretary of the Manitoba 
Medical Association were also instructed to draw up 
a tentative list of names for a panel for the Medical 
Appeal Board of the Workmen’s Compensation Board. 


“It was moved by Dr. C. E. Corrigan, seconded by 
Dr. O. C. Trainor: THAT this report be accepted. 
—Carried. 


Cancer Relief and Research Institute. 


The secretary advised he had written as instructed 
to Dr. P. Macdonald for a list of the names of the 
members of the Board of the Cancer Relief and 
Research Institute, and had received a reply advising 
Dr. Macdonald was out of town. This matter was 
therefore left in abeyance until the next Executive 
meeting. 


Dr. Strong’s Letter. 


The secretary reported that as instructed he had 
written to Dr. Strong on two occasions asking him 
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for his opinion on the Committee’s report, but he 
had as yet received no reply. 


It was moved by Dr. W. E. Campbell, seconded by 
Dr. O. C. Trainor: THAT the secretary write to Dr. 
Strong once more and that if no reply is received 
the report be considered at the next Executive meeting. 

—Carried. 
Broadcasting. 


The secretary reported that no report had been 
received from the Chairman of the Radio Committee. 


Relief Cases in Unorganized Territory. 


The secretary reported that as instructed at the 
last Executive meeting he had commenced discussion 
of this problem with the Deputy Minister of Health, 
but that it would be necessary to arrange another 
interview in order to finish discussion. It was decided 
to leave this matter over until the next Executive 
meeting. 


Record of Presidency. 


The secretary stated that no report had been received 
as yet from the Special Committee appointed to consider 
this problem. 


Letter from Dr. Fraser 
Re. Biographic Data. 


The secretary reported on a letter received from 
Dr. Fraser asking if it would not be possible to obtain 
authentic biographic data on all the practitioners in 
the province. He stated that he had also interviewed 
Dr. Fraser at Brandon. The secretary advised that 
he thought this would be a very expensive procedure 
and of little tangible value. 


It was moved by Dr. O. C. Trainor, seconded by 
Dr. S. G. Herbert: THAT the secretary write to Dr. 
Fraser and advise him that the procedure suggested 
in his letter would be too expensive. —Carried. 


Letter from Dr. Bardal. 


The secretary read the minutes of the special meet- 
ing of the Executive on May 2nd with regard to a 
letter from Dr. Bardal. He advised that, as instructed, 
he had written to Dr. Bardal under date of May 12th 
requesting further particulars, but as yet no reply had 
been received. The letter was left over until the 
next meeting. 


Delegates to Canadian Medical 
Association Council. 


The secretary advised that a telegram had been 
received from Dr. Routley stating that names of the 
representatives from Manitoba were urgently needed, 
and that after consultation with Drs. Campbell and 
Corrigan he had written under date of May 9th giving 
the names. 


It was moved by Dr. O. C. Trainor, seconded by 
Dr. C. B. Stewart: THAT these be our official delegates 
to the meeting of Council of the Canadian Medical 
Association at Montreal. —Carried. 


Dr. Walton Re. Pollen Survey. 


The secretary reviewed the relevant portion of the 
minutes of the special meeting of the Executive on 
May 2nd, and reported that he had received a letter 
from the Medical Research Committee stating that 
they approved of this survey and were writing to the 
Department of Health to this effect. 


Dr. Trainor suggested that this survey should have 
the support of this Association, and that a letter be 
sent to the Department of Health advising that this 
work has the approval of the Manitoba Medical 
Executive. 


It was moved by Dr. E. J. Skafel, seconded by Dr. 
O. C. Trainor: THAT a letter to this effect be sent 
—Carried. 


to the Department of Health. 





Letter from Dr. N. G. Trimble. 


The secretary read letters received from Dr. Trimble 
and the relevant excerpts from the minutes of the 
special meeting of the Executive on May 2nd. 


Dr. Campbell suggested that the representation on 
the Executive might be arranged for the northern part 
of Manitoba by nominating a member at large from 
this district. 


It was moved by Dr. C. B. Stewart, seconded by 
Dr. E. J. Skafel: THAT this correspondence be filed 
and that a memorandum be made of Dr. Campbell’s 
suggestion for the information of the Nominating 
Committee at the annual meeting. —Carried. 


Inter-State Post-Graduate 
Medical Association. 


The secretary read the reply to his letter to this 
Association in which they stated that they would con- 
sider the question of a meeting in Winnipeg and 
communicate further with the Manitoba Medical 
Association. It was decided to file the correspondence 
in the meantime. 


New Business 


Letter from Canadian Society of Radiologists Re. 
Radiological Services in Group Hospitalization Plans. 


The secretary read a letter received from the above 
association, and reported that as instructed he had 
written to the radiologists in Winnipeg and was advised 
that further information would not be available until 
after a meeting of the radiologists to be held in June. 
The correspondence was, therefore, ordered filed. 


Letter from Manitoba 
Hospital Association. 


Letter from the Manitoba Hospital Association under 
date of May 20th was read by the secretary, extending 
an invitation to attend the one-day convention in joint 
session with the Manitoba Association of Registered 
a to be held on June 13th at the Royal Alexandra 

otel. 


It was moved by Dr. O. C. Trainor, seconded by 
Dr. E. J. Skafel: THAT the Vice-President and 
Secretary be appointed to attend this meeting. 

—Carried. 


Abridged Report of Committee on Economics 
of Canadian Medical Association. 


An abridged form of a special report to the Execu- 
tive Committee of the Canadian Medical Association 
submitted by the Committee on Economics of the 
Canadian Medical Association on March 13th, 1939, 
was made available to the meeting but not read. As 
a limited number of these reports were received from 
the Canadian Medical Association, it was decided that 
a copy be sent to each member of the Committee on 
Sociology and the remainder to be distributed among 
the Executive Committee of the Manitoba Medical 
Association, in order that the report might be 
considered at the next meeting. 


Report of Representative on Canadian 
Medical Association Executive. 


Dr. Trainor gave an interesting report on the business 
transacted at the Canadian Medical Association 
Executive Committee meeting on March 13th and 14th 
at Toronto. He reported briefly on the financial state- 
ment, the code of ethics, salaries to state medical 
officials, committee on constitution and by-laws, hon- 
orary members, income tax abatements, and on 
osteopaths as examiners for life insurance. 


Following Dr. Trainor’s report, it was moved by 
Dr. O. C. Trainor, seconded by Dr. E. J. Skafel: 
THAT this report be accepted. —Carried. 


The meeting adjourned. 
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OBITUARY 


DR. ROBERT JONATHAN CRAWFORD 

Dr. Robert Jonathan Crawford, aged 70, died 
at Winnipeg on June 8th. He graduated from 
Toronto University in 1891 and was licensed in 
1893. He practiced for some time in Winnipeg 
but retired from practice several years ago. 








DR. L. S. GENDREAU 
Dr. L. S. Gendreau died at St. Norbert, Man., 
June 12th, in his 66th year. He was born in Quebee 
and received his early education in Montreal, 
graduating in Arts from Laval University. He 
came to Manitoba in 1893 and graduated in 
Medicine three years later. He practiced contin- 
ually in St. Norbert until his retirement in 1937 
on account of ill health. He is survived by his 
wife, one daughter and six sons, among whom are 
Dr. Philip Gendreau of Selkirk, Man., and Dr. 

Lionel of Ste. Rose du Lac, Manitoba. 





DR. PERCY B. GRANT 
Dr. Perey B. Grant died at Winnipeg on June 3. 
He was born at Granton, Ont., graduated in 
Medicine from the University of Manitoba in 1908 
and practised for four years in Wawanesa before 
coming to Winnipeg. 





MAJOR J. A. DEVINE 


Major J. A. Devine died recently at Monte Carlo. 
He was born in 1869 at Toronto and was educated 
in England and Trinity College, Dublin. His 
practice in Winnipeg, begun in 1898, was inter- 
rupted by service as medical officer in the Boer 
War where he won the D.S.O. On his return to 
Winnipeg he became P.M.O. at Fort Osborne 
Barracks. He was the author of the play ‘‘ Release 
of Allan Danvers’’ which brought the Earl Grey 
Trophy to Winnipeg for the first time. He lectured 
on Materia Medica and Therapeutics in the 
Manitoba Medical College. At the outbreak of the 
Great War he went to England and was assigned 
to hospital transports. After the war he practised 
in Monte Carlo. 





NOTICE 





The University of Wisconsin Medical School is to 
conduct an Institute for the Consideration of the Blood 
and Blood-Forming Organs, September 4-6, 1939. The 
program is to include papers and round-table discus- 
sions by European and American workers in the field 
of hematology. In addition to the discussions, the 
following formal papers are to be presented: 

Dr. L. J. Witts, Oxford, England, Anemias due to 

Iron Deficiency. 

Dr. Cecil J. Watson, Minneapolis, The Porphyrins 

and Diseases of the Blood. 

Dr. Cornelius P. Rhoads, New York, Aplastic Anemia. 

Dr. E. Meulengracht, Copenhagen, Denmark, Some 

Etiological Factors in Pernicious Anemia and Related 

Macrocytic Anemias. 

Dr. Harry Eagle, Baltimore, The Coagulation of 

Blood. 


Dr. George R. Minot, Boston, Anemias of Nutritional 

Deficiency. 

Dr. Russell L. Haden, Cleveland, The Nature of the 

Hemolytic Anemias. 

Dr. Jacob Furth, New York, Experimental Leukemia. 

Dr. Claude E. Forkner, New York, Monocytic 

Leukemia and Aleukocythemic Leukemia. 

Dr. Edward B. Krumbhaar, Philadelphia, Hodgkin’s 

Disease. 

Dr. Louis K. Diamond, Boston, The Erythroblastic 

Anemias. 

Dr. Edwin E. Osgood, Portland, Marrow Cultures. 

Dr. Charles A. Doan, Columbus, The Reticulo- 

Endothelial System. 

Prof. Hal Downey, Minneapolis, Infectious Mononu- 

cleosis. 

Dr. Paul Reznikoff, New York, Polycythemia. 

Physicians and others who are interested are cordially 
invited. A detailed program may be obtained by 
addressing Dr. Ovid O. Meyer, Chairman of Program 
Committee, University of Wisconsin Medical School, 
Madison, Wisconsin. 





SUMMER DIARRHEA IN BABIES 





Casec (calcium caseinate), which is almost wholly 
a combination of protein and calcium, offers a quickly 
effective method of treating all types of diarrhea, both 
in bottle-fed and breast-fed infants. For the former, 
the carbohydrate is temporarily omitted from the 24- 
hour formula and replaced with 8 level tablespoonfuls 
of Casec. Within a day or two the diarrhea will usually 
be arrested, and carbohydrate in the form of Dextri- 
Maltose may safely be added to the formula and the 
Casec gradually eliminated. Three to six teaspoonfuls 
of a thin paste of Casec and water, given before each 
nursing, is well indicated for loose stools in breast-fed 
babies. Please send for samples to Mead Johnson & 
Company, Evansville, Indiana. —Advt. 





ACCIDENTS AND INJURIES 





The month of August witnesses more outdoor acci- 
dents than any other single month of the year, which, 
of course, is easily explained by the fact that the 
summer is at its height then and vacations are in full 
swing. A physician’s summer patients, therefore, are 
often very largely made up of those suffering from 
sprains, strains, cuts, puncture wounds, bruises, sun- 
burn, plant-dermatitis, insect stings, and various other 
lesions resulting from falls, knocks, automobile acci- 
dents and sports of all kinds. 

The choice of an all-round desirable surgical dressing 
for the treatment of accidents and injuries is some- 
times a difficult one for the physician to decide. The 
majority of injuries require a dressing which, although 
antiseptic, is not also caustic; one which does not pain 
on application and is easily removed, and which is 
antiphlogistic, detergent, protective and repair-stimu- 
lating. A dressing embodying all these qualities is 
to be found in Antiphlogistine. The physician using 
it will find it to be practically the ideal application 
and surgical dressing for direct application to open 
wounds and raw surfaces, for dermatitis, sprains, 
strained ligaments and other injuries. He will find it 
one of the most generally useful surgical dressings to 
have always ready at hand during the hot weather 
months of the year. —Advt. 





NOTICE 





Practice available Cypress River. For information 
write to Mr. S. Peters, Secretary-Treasurer, Cypress 
River Town Board, P.O. Box 66, Cypress River, Man. 
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The Medical Medium 


p, The sane solution of the 
® correction of any wrong 
Acondition is education and 
¥ publicity where other meth- 
ods are inadvisable. 


The Guild has used and is using these 
methods to enlighten the public regard- 
ing proper eye care. 


The physician can further this activity 
by his personal contact. A little more 
time given in advising patients on the 
proper care of health in general is well 
spent. 


In the care of the eyes, patients are not 
likely to drift out of the medical 
channels if properly advised by their 
family physicians. Only the Eye-Physi- 
cian can handle eye cases with adequate 
skill and satisfactory results. 





ROBERT S. RAMSAY 


Guild Optician 
Medical Arts Building 
Winnipeg 
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THE ELECTRO MEDICAL 
DIVISION 


FERRANTI ELECTRIC LIMITED 
400 Electric Railway Chambers 
Winnipeg - Manitoba 


Internal Medicine frequently re- 
quires the assistance of fluoro- 
scopic x-ray examination as a 
means to arrive at a more positive 
diagnosis. 


Electrocardiography very often 
takes vague heart conditions out 
of the realm of guesswork and 
enables the physician to present 
a more complete prognosis. 


We invite you request more de- 
tailed information on the above. 




















Pure Dextrose 
(d-GLUCOSE POWDER) 


now obtainable under the trade name 


DEXTROSOL 


Produced in Canada under most hygienic 

conditions, and conveniently packed in 

sanitary containers of one pound and 
five pounds content. 











Conforming to the Standards of The British 
Pharmaceutical Codexand U.S. Pharmacopoeia. 


Indicated as a valuable item of dietary treat- 

ment in Alimentary Diseases, in Disorders of 

Pregnancy, in Nutrition of the Newborn, in 
Metabolic Disturbances. 


DEXTROSOL 


A white crystalline sugar, mildly sweet, highly 
stable, neutral in reaction, and easily soluble 
in cold or hot water. 


Can be administered orally or intravenously, 
as required by contingency. 





Dextrosol is advertised to the Medical 
Profession only. 





Further information gladly supplied 
on request. 


Sole Distributors for Dextrosol 


THE LEEMING MILES CO. LTD., Montreal 


Manufacturers 


THE CANADA STARCH COMPANY LIMITED 
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Each fluid ounce of Dilaxol E.B.S. contains: 
Bismuth Subsalicylate - - - = = = = 4 grains 
Digestive Enzymes - - = = = = = = 1 grain 
Magnesium Trisilicate, 
Carbonate and Hydroxide - - = = »= 75 grains 
Dilaxol is alkaline in reaction and, in contrast to the strong 
alkalies, does not stimulate the secretion of surplus acid; yet it will 
neutralize many times its volume of excess acid in the stomach. 
This unique property of Dilaxol is akin to the buffer action of the 
blood. Dilaxol neutralizes free acid and does not interfere with 
the natural digestive process, nor does it cause alkalosis. 


Indicated in Dyspepsia, Duodenitis, Flatulence, Hyperacidity, 
Vomiting of Pregnancy and other gastro-intestinal disorders: 


Palatable and Protective. 
Also supplied in powder form. Sample on request. 


THE E. B. SHUTTLEWORTH CHEMICAL CO. LIMITED 


TORONTO MANUFACTURING CHEMISTS CANADA 


STOCKS CARRIED AT B 
WINNIPEG, MAN.-—CAMPBELL HYMAN LTD VANCOUVER, B.C J.P. SOUTHCOTT & CO. LTD 





SPBCIFY EBS ON YOUR PRESCRIPTIONS 
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Department of Health and Public Welfare 





NEWS ITEMS 


VENEREAL DISEASE 


The following article is the second paper on this 
subject published by Dr. Alfred T. Osgood, Consulting 
Urologist, Bellevue Hospital, New York City, recently 
in the Publication ‘Preventive Medicine;’ and also 
under “News Items’’ from the Department in the June 
issue of the “Review” the first article appeared. We are 
now including the second paper for your perusal. 


THE PREVENTIVE ASPECTS 
OF VENEREAL DISEASES 


“One of the crying needs is for financial backing of 
scientific research into all phases of the disease gonor- 
rhea. Research in several directions would appear 
now to give promise of highly beneficial results. It 
has always been difficult to obtain philanthropic funds 
for the carrying on of investigation into this disease 
with its powerful taboo because of moral obliquity, 
and the prevalent idea that gonorrhea is an insignificant 
local infection. 


“The way to be followed in the prevention and 
control of these diseases has been prepared by arduous 
investigation and planning on the part of physicians 
and numerous agencies for the public welfare. These 
inquiries have been successful in revealing to the 
public the enormous extent to which these diseases 
affect the population, their economic waste, their high 
indirect and direct mortality, the numerous cases which 
escape detection, the sources of infection which are 
undisturbed and which go on infecting others uncon- 
trolled. The medical profession, hospitals, welfare and 
health agencies must undertake the vast labor of 
finding the cases, putting them under treatment by 
police control where necessary, checking and controlling 
all contacts with those already infected and keeping 
public opinion alive to its duty so that governmental 
authorities may proceed in the campaign with financial 
needs supplied and encouraging public backing. 


“No physical examination is ever complete without 
a Wassermann test and a search for the signs and 
symptoms of these diseases. No child should be born 
without a test of the mother’s blood. Each discovered 
case should be placed under medical care and held 
under treatment. Every suspicious contact with an 
infected person should be brought under medical obser- 
vation and be examined for signs and symptoms of 
these diseases and treated as indicated. 


“The problems within this subject of venereal dis- 
eases are intricate and complicated. Enlightened public 
health authorities are now in possession of the know- 
ledge at least of the ways and means for their great 
limitation, working toward their prevention and control. 
But these methods cannot be put into force without 
very large resources of money and increased facilities 
for their administration. The laboratory facilities of 
the City of New York as at present organized could 
not deal with all of the cases that could readily be 
discovered by any concerted effort, so that both funds 
and facilities must be greatly expanded. The expendi- 
tures would pay large dividends in the health of the 
community within a very few years if this could be done. 


“Beyond and above all the medical and governmental 
facilities for the control of these diseases, there are 
factors of great power to limit their spread which could 
be brought into play to far greater effect than has ever 
been done before. The influence of religious belief 
concerning bodily purity and virtue serves as one of 
the great deterrents against sexual promiscuity. This 
religious influence should be encouraged and promoted 
even by those who may not have such an anchor of 


belief. Education of the public which has been largely 
extended within the last few years should be expanded. 
Instruction concerning these diseases should especially 
be given to all those in the periods of life at which these 
diseases are most commonly encountered, that is, be- 
tween the ages of 18 and 30. Mere knowledge con- 
cerning these diseases will certainly be a check to many. 
This knowledge should produce a perfectly proper and 
reasonable sense of fear. This fear of a disease of 
which the consequences are so dire is reasonable, intel- 
ligent. These and many other mental and emotional 
phenomena are prophylactics of superior value to all 
physical protectives. 


“There must be an intensification of education of 
the medical profession. Every practitioner of medicine 
must find available the necessary laboratory facilities, 
and he should know at least when and how they are 
to be called upon. They should be available to him 
with competence and confidence in the laboratory. 
The specialist who concerns himself with the eye, or 
the ear, or the throat or the joints cannot be relieved 
of his responsibility and his duty to discover these 
diseases and do his full part in prevention and control. 
Ambulatory clinics and hospitals must be under rules 
and regulations, responsible to enlightened public health 
authorities for the proper management of these dis- 
eases if control and prevention are to be effective. 
The investigations carried out in this City concerning 
the standards of treatment of these diseases by clinics, 
some of them connected with reputable institutions, 
have given appalling evidence of the need for education 
of trustees as well as medical attendants because of 
woeful lack of observance of even minimum standards 
of medical practice. 


“It is legally possible to control an infectious case. 
This apparently is not fully appreciated even by physi- 
cians. Restriction, even hospitalization under police 
powers, of those patients whoever they may be, in 
whatever economic or social status, who fail to comply 
with instructions, patients who neglect treatment 
through ignorance or shiftlessness, is possible, and 
these means should be applied vigorously to all classes 
of the infected if these diseases are to be brought into 
line with the control of infectious and communicable 
diseases. 


“The interest, co-operation and support of the Public 
Health Relations Committee at the Academy of Medi- 
cine, the Bureau of Social Hygiene of the New York 
City Department of Health, the American Public Health 
Association, the Social Hygiene Committee of the New 
York T.B. and Health Association, and other welfare 
organizations are all actively engaged at this time in 
this city in a concerted effort to improve the medical 
service, teaching in medical schools, education of the 
layman, and to obtain financial support from govern- 
mental and private philanthropic funds, as well as to 
enlist the support of intelligent public opinion to carry 
forward a vigorous campaign for knowledge of as well 
as prevention and control of cases of these devastating 
venereal diseases. 


“These activities should have the wholehearted sup- 
port of all intelligent people, lay and professional, so 
that this may not be a sporadic effort but the beginning 
of an unrelenting fight for the limitation and eventual 
elimination of these diseases.” 





COMMUNICABLE DISEASES REPORTED 
Urban and Rural — May Ist - 20th, 1939. 


Occurring in the Municipalities of: 


Mumps: Total 118—Winnipeg 107, Kildonan East 4, 
Kildonan West 2, Oak Lake Town 2, Morris Rural 1, 
Rockwood 1, St. Boniface 1. 
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Scarlet Fever: Total 56—Brandon 12, Winnipeg 10, 
Unorganized Territory 5, Turtle Mountain 4, Oakland 
3, Shell River 3, Sifton 3, Portage Rural 2, Spring- 
field 2, Cypress South 1, Fort Garry 1, McCreary 1, 
Saskatchewan 1, Swan River Rural 1, St. Boniface 1, 
St. James 1, St. Vital 1, Souris Town 1, Virden Town 
1, Winchester 1 (Late Reported: Unorganized 1). 

Whooping Cough: Total 50—St. James 12, Winnipeg 
10, The Pas 9, Morris Rural 6, Hanover 1, Kildonan 
West 1 (Late Reported: Glenella 6, The Pas 4, St. 
Boniface 1). 

Chickenpox: Total 42—Winnipeg 9, Brooklands 6, 
Flin Flon 6, Kildonan East 6, St. James 3, Piney 2, 
Cartier 1, Lorne 1, Louise 1, Rockwood 1, Rosser 1, 
St. Boniface 1, Unorganized Territory 1, Whitewater 
1, Woodlands 1 (Late Reported: Brooklands 1). 

Typhoid Fever: Total 36—Selkirk 30, St. Vital 1 (Late 
Reported: Selkirk 5). 

Influenza: Total 34—Winnipeg 1, Louise 1 (Late 
Reported: Brandon 9, Unorganized Territory 3, 
Birtle Town 1, Garson Village 1, Gimli Rural 1, 
Gimli Village 1, Kildonan East 1, Morden Town 1, 
Morris Town 1, Norfolk North 1, Norfolk South 1, 
Pipestone 1, Portage City 1, Rhineland 1, Rockwood 
1, Rossburn Rural 1, St. Boniface 2, Silver Creek 1, 
Victoria 2, St. Paul West 1). 

Measles: Total 24—St. Boniface 9, Morden Town 5, 
Argyle 3, Swan River Rural 2, Thompson 2, Carman 
1, Stanley 1, Unorganized Territory 1. 

Diphtheria: Total 22—Winnipeg 17, Franklin 2, Han- 
over 1, The Pas 1 (Late Reported: De Salaberry 1). 

Tuberculosis: Total 18—-Winnipeg 14, Brandon 2, 
Springfield 1, Unorganized Territory 1. 
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Erysipelas: Total 12—Winnipeg 3, St. Vital 2, Kildonan 
East 1, Minitonas 1, Riverside 1, Ste. Anne 1, St. 
Boniface 1, Unorganized Territory 1 (Late Reported: 
Pembina 1). 

Lobar Pneumonia: Total 10—Brandon 1 (Late Re- 
ported: Flin Flon 1, Hanover 1, La Broquerie 1, 
Minto 1, Montcalm 1, Rosedale 1, Russell Town 1, 
Selkirk 1, Victoria 1). 

Diphtheria Carriers: Total 7—Winnipeg 7. 

Cerebrospinal Meningitis: Total 2—Winnipeg 1, Flin 
Flon 1. 

Smallpox: Total 2—Swan River Rural 2. 

Trachoma: Total 1—Unorganized Territory 1. 

German Measles: Total 1—Brandon 1. 


Venereal Diseases: Total 137—Gonorrhoea 85, Syphilis 
52. 


DEATHS FROM ALL CAUSES IN MANITOBA 
For the Month of April, 1939 
URBAN—Cancer 37, Tuberculosis 11, Pneumonia (all 
forms) 7, Influenza 6, Lethargic Encephalitis 2, 
Diphtheria 1, Lobar Pneumonia 1, Typhoid Fever 1, 
Syphilis 1, all others under one year 12, all other 
causes 158, Stillbirths 10. Total 247. 

RURAL—Cancer 29, Tuberculosis 18, Pneumonia (all 
forms) 16, Influenza 16, Lobar Pneumonia 4, Measles 
2, Puerperal Septicaemia 1, Dysentery 1, all others 
under one year 382, all other causes 140, Stillbirths 15. 
Total 274. 

INDIAN—Tuberculosis 9, Pneumonia (all forms) 4, 
Influenza 3, Lobar Pneumonia 1, Whooping Cough 2, 
= others under one year 10, all other causes 6. Total 











THE MARGARET SCOTT 
NURSING MISSION 


Free Home Visiting Nursing 
in Greater Winnipeg 


99 George Street Phone 96 839 














= PH YSIOTHERAPY 


by J. C. Swann 
Member of 
THE CANADIAN PHYSIOTHERAPY ASSOCIATION 
(Incorporated by Dominion Charter) 

Graduate of: Massage, Swedish Movements, 
Muscle Re-education and Medical Gymnist, 2 
years training in Christie Street Hospital, Tor- 
onto, Masseur at Deer Lodge Hospital, Pensions 
and Health, Winnipeg, for the past 15 years. 

(Under Medical Supervision or Direction). 
after 1 p.m. Winnipeg, Man. 54 195 
Phone 80 760 438 Somerset Bldg. Res. Phone 

















One of the most wholesome 
beverages known to pharmacy 


Drewrys Dry 
Ginger Ale 


3 Sizes: 6-0z. — 12-0z. — 28-oz. 





























McLEAN PRINTERS 


Printers of “The Review” 


Kelvin and Hart -:- WINNIPEG 


Phone 501! 122 




















Medical Business Bureau 
101 Medical Arts Bldg. Winnipeg 


COLLECTION of ACCOUNTS 
PUBLIC STENOGRAPHY 
AUDITING and BOOKKEEPIN 


» 
J. L. HEWITT, Manager. 



































August, 1939] 


THE Manrrosa Mepicat REVIEW 


149 

















LIFE 


hangs on a 


THREAD 


























Samples 
ON REQUEST 





UDDEN death often terminates an 
attack of angina pectoris, unless a 
quickly acting hypotensive is used 
in time. 


Trinitrine Caffeinated-Dubois is 
made to act instantly in this emergency. 
It contains active nitroglycerin, which is 
absorbed from the mouth and immediately 
relaxes the spasm of the coronary arteries. 
Quick diffusion and immediate effect are 
assured, because the pills have a soft 
center for lingual absorption after mas- 
tication. 


Three prompt and powerful therapeutic 
effects are produced by Trinitrine Caffein- 
ated-Dubois in angina pectoris: FIRST, 
the coronary arteries are dilated and 
normal circulation through the heart 
muscle is thereby restored. SECOND, 
peripheral resistance is lowered by gen- 
eral vasodilatve action, thereby lessening 
the burden upon the heart. THIRD, the 
heart is directly stimulated. 
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Each pill contains in accurate dosage 2 
drops of 1% nitroglycerin and approxi- 
mately ' grain of pure caffeine. 


Every patient with angina pectoris should 
be instructed to keep this emergency 
treatment in his pocket during the day 
and under his pillow at night. When pre- 
monitory symptoms appear, its use may 
ward off an attack. 


Indicated also for cardiac asthma, pul- 
monary cedema and arterial hypertension. 


Average dose 1 to 3 pills, to be masticated 
and held under the tongue for lingual absorp- 
tion. They may be taken a few minutes apart. 
Maximum dose 10 pills in 24 hours. Supplied 
in aluminum tubes of 60 pills. 


TRINITRINE CAFFEINATED=DUBOIS 
the quick way to give nitroglycerin 


ANGLO-FRENCH DRUG CO., 354 St Catherine St. E., Montreal, Quebec 























150 THe Manrrosa Mepicat REVIEW [August, 1939 
r — = 
“FisherMade” THE MANITOBA MEDICAL 
Post- ASSOCIATION REVIEW 
Operative Vol. XIX., No. 8, August, 1939. 
Health 
Support CONTENTS 
P ibe Clinical Section. 
a The Anti-Tuberculosis Campaign and 
Model 8938 Its Relationship to the General Pro- 
. fession by E. L. Ross, M.D. (Man.), 
and use with Medical Superintendent, Manitoba i 
those Cases Sanatorium, Ninette. 151. 
where an Obituary. 
inexpensive Dr. Herbert Peter Galloway. 153. 
Support is Dr. Olafur Stephensen. 153. 
desired. Special Articles and Association Notes. 


Retail price 


Catalogue Sent on Request 


Made in the Factory of 


FISHER & BURPE, LTD. 


WINNIPEG * MAN. 








$5.00 “FisherMade” Post-Operative Model 8938 














Minutes of Executive Meeting, June 
12th. 155. 


Provisional Programme of Annual 
Meeting. 156-157. 


Department of Health and Public Welfare. 
Food and Food Poisoning. 160. 
Communicable Diseases Reported. 162. 
Mortality Statistics. 163. 

Preliminary Programme of Thirtv- 
Ninth Annual Meeting of Canadian 
Tuberculosis Association. 163. 



































TT 








NEUTRASIL 


(Hydrated Magnesium Trisilicate B.D.H.) 


Neutrasil is pre-eminent among antacids. Within the range of pH encountered 
in gastric hyperacidity and at body temperature, Neutrasil is partly decomposed 
immediately upon administration, but the process continues over a considerable 
period. 


Incomplete immediate decomposition eliminates all danger of excessive alka- 
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Clinical Section 





*The Anti-Tuberculosis Campaign and its 
Relationship to the General Profession 
By 
E. L. Ross, M.D. ( Man.) 

Medical Superintendent 
Sanatorium Board of Manitoba 





When the campaign against tuberculosis began 
in Manitoba 30 years ago the two great efforts 
were the establishment of the Sanatorium and 
the education of the public regarding better 
standards of living to increase resistance against 
disease. Tuberculosis was found associated with 
poverty, over-crowding and poor ventilation. and 
improvement of living conditions did provide a 
measure of protection. The basis of Sanatorium 
treatment was, and still is the application of rest 
and the provision of a high standard of living. 
Thousands of people with tuberculosis have been 
returned to a healthy and useful life by these 
measures alone. What was good for the individual 
then must be good for the community if applied 
on a wider scale. So the clearing of slums, im- 
proved sanitation and the application of all gen- 
eral public health measures have done a great 
deal to decrease tuberculosis. However, this im- 
provement of living conditions had its limitations, 
the great deficiency being that it did not prevent 
infection. It did not prevent the implantation 
of the tubercle bacillus in the healthy body. 


The next step in the campaign to eliminate 
tuberculosis has been a more direct one and is 
dependent on the all important fact that it is an 
infectious disease. The disease often reaches an 
advanced stage before manifesting itself to the 
extent that the patient makes the decision to see 
a doctor. It is usually a chronic disease, usually 
developes gradually and insidiously and often is 
in an infectious stage for some time before being 
discovered. Tuberculosis, however, may be acute 
and have a sudden onset. This brings us to another 
step in the campaign—the finding of cases, espec 
ially the finding of early cases. The earlier the 
discovery the more amenable to treatment and 
the less the spread of infection. 


How then ean tuberculosis be discovered early? 
By education of the public, making them tuber- 
culosis conscious ; teaching them about the preven- 
tion and early symptoms, because, after all, they 
have to make the first decision about consulting 
the doctor. The weakness of this is that tuber- 
culosis in its real early stage does not cause illness 
so it must be searched for. The doctor must go 
to the patient with facilities and knowledge to 
find early disease. The whole population cannot 
be examined so these searching efforts are con- 


* Address read before the Winnipeg Medical 
Society, February, 1939. 


fined to fields where the disease is most likely to 
be found—first among family contacts who have 
a ten times greater chance of developing tuber- 
culosis than the general population. The most 
susceptible age group is between the ages of 15 
and 45, so a considerable portion of searching 
energy should be expended among this group. 
Hundreds of nurses are examined and x-rayed 
throughout the province each year; there are high 
school surveys, other schools and homes are exam- 
ined, and each year the Normal School students 
in the province are addressed and examined. An 
interesting feature of last year’s work was the 
sending out to all schools in the province—over 
2,200—a lesson on tuberculosis to be taught by 
the teacher to the children. Prizes were offered 
for the best essay. This was thought to be one 
way of establishing a consciousness of tuberculosis 
among the young people and at this period of life 
it is most opportune since the incidence of the 
disease rises after leaving school and after that 
reaches a maximum within a period of ten years. 


The Travelling Tuberculosis Clinic, which was 
begun in 1926 and supported entirely by the sale 
of Christmas seals, is one of the greatest educa- 
tional, diagnostic and preventive agencies at work 
in the province today. Besides monthly clinics 
at Brandon, Dauphin and Portage la Prairie, the 
Travelling Clinic cover the province each year, 
in 1938 making 7,741 examinations at 79 clinics 
held at 51 centres. A fourth of those examined 
are children and half of the total were contacts. 
724 known tuberculous patients were reviewed 
and about 10 per cent. of these found to have re- 
activated disease. There were 158 new discoveries 
of tuberculosis and it is of interest that only 16 
per cent. had reached a far advanced stage. These 
clinies, as I said, are not only of value in the 
following of trails of infection, in the finding of 
tuberculosis and the reviewing of known eases, 
but of educational value to the public and medical 
profession. At these clinics we act as consultants, 
those we examine are the doctors’ patients not 
ours, they are referred by him and reports are 
sent to the doctor and not to the patient. There 
is a constant effort to keep the patient and his 
doctor together. 


As the years have gone by people in general, 
both individually and collectively, have become 
much better informed about tuberculosis. With 
this better understanding the disease is no longer 
considered as a dreaded stigma nor a blight on 
the family tree. With thousands of people the 
Sanatoriums have returned to a life of happiness 
and usefulness scattered throughout the province 
the attitude toward Sanatorium treatment has 
also changed. There is a much more hopeful and 
optimistic outlook for cure, and people are more 
anxious to avail themselves of diagnostic facilities 
which are more ample and more efficient. The 
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infectious nature of the disease is more clearly 
realized and public opinion is more insistent on 
isolation of the spreader of infection. Prevention 
and treatment of tuberculosis are closely related 
and any anti-tuberculosis programme that neglects 
one or the other is inadequate. 


The Sanatorium is the foundation and backbone 
of the whole anti-tuberculosis programme. It 
serves a two-fold function, that of prevention as 
it effects the family and the community, and that 
of cure, which is naturally the chief concern of 
the person with tuberculosis. Although the Sana- 
torium has been an invaluable blessing to the 
individual and the community by restoring tuber- 
culous sick to health, yet the isolation and segre- 
gation which has been more or less incidental has 
no doubt been a most important factor in bringing 
about the much lower infection rate that prevails 
among the present generation. Although rest and 
conditions to improve resistance to tuberculosis 
are still the basis of Sanatorium treatment, much 
more active measures are now adopted in a surgical 
or semi-surgical way. Over 75% of patients on 
Sanatorium treatment have the lung collapsed by 
one way or another. The outlook for one with 
tuberculosis need not be one of despair and hope- 
lessness. Sixty per cent. of those discharged from 
sanatoria are well on the way to recovery and 
for most ultimate re-establishment. Treatment of 
tuberculosis in Manitoba is of as high a standard 
as anywhere. The people in general are more 
anxious to avail themselves of treatment so in 
this respect the relationship of the general prac- 
titioner to the patient and family is a much easier 
one. The Sanatorium has developed into an active 
up-to-date hospital, a place of interest, a place of 
teaching with benefits in the campaign against 
tuberculosis extending far beyond its walls. 


The very nature of tuberculosis is such that it 
cannot be conquered in one generation, but if the 
same progress continues in the future it will ulti- 
mately be reduced to a minor place as a cause of 
death, with a corresponding alleviation of the 
economic and domestic distress that follows in its 
wake. Tuberculosis is one infectious disease that 
ean be cured and eradicated by early treatment 
and segregation. During 1938 in Manitoba there 
were 362 deaths caused by tuberculosis — 238 
among white people and 124 among Indians. This 
is a decrease of 71, or 16 per cent., of deaths as 
compared to 1937, and the most striking drop in 
the tuberculosis death rate for a number of years. 
The white deaths have been decreasing but Indian 
deaths kept the total up and it is gratifying to 
note the decrease in deaths in this past year among 
Indians. In 1929 the death rate from tuberculosis 
among white people was 48 per 100,000, and this 
past year it is 32, a decrease of 33 per cent. The 
death rate among Indians is 25 times as great as 
among the white people, and this two per cent. of 
the population in Manitoba accounts for one-third 
of the total tuberculosis deaths. Still more striking 
and encouraging is the reduction in the number 





who have been infected. Twenty-five years ago 
infection was considered to be almost universal 
and nearly everybody by the time they had reached 
adult life reacted to tubereulin. Now tuberculin 
surveys indicate that about ten per cent. of school 
children and not more than 20 to 25 per cent. of 
young adults have acquired infection. This should 
present a much more hopeful future for the rising 
generation as far as tuberculosis is concerned. 


The anti-tuberculosis organization in Manitoba 
consists of the Sanatorium Board which has direct 
control of the Manitoba Sanatorium with its 285 
beds and an out-patient department where a 
thousand a vear are examined. It controls the 
Central Tuberculosis Clinic in Winnipeg, which 
is a clearing house and observation centre with 
45 beds. But the greatest function of the Central 
Clinic is diagnostic. The Board also manages the 
Travelling Tuberculosis Clinics. Treatment facili- 
ties were greatly increased when the Sisters of 
Charity opened in 1931 St. Boniface Sanatorium 
in St. Vital with 250 beds. An Out-Patient Chest 
clinic is conducted at St. Boniface Hospital. The 
King Edward Hospital with from 100 to 125 beds 
treats tuberculous cases from the City of Winnipeg 
and also has an Out-Patient Department. The 
Provincial Department of Health is indispensable, 
the services of special value being through the 
Central Tuberculosis Registry and the Nursing 
Service. The Registry has a record of every 
tuberculous person in the province whether in or 
out of Sanatorium. It has records of their families 
and contacts. It corelates the findings of all 
Sanatoria and clinics and through information 
from it the field work is to a great extent deter- 
mined. The Department of Health is carrying 
for medical and nursing supervision 3,604 families 
outside of Winnipeg. The number of families 
receiving allowances from the Child Welfare 
Division because of the death of the father from 
tuberculosis is 91 and 40 additional families are 
carried because of tuberculosis. 


Since the beginning of organized tuberculosis 
work in Manitoba there has been a realization of 
the necessity of and a continual effort to promote 
the co-operation, the interest, confidence and good 
will of the profession as a whole. The very foun- 
dation of successful anti-tuberculosis work is the 
general medical profession, and without them the 
whole programme will fail, no matter how elab- 
orate educational, preventive, diagnostic and 
treatment facilities are developed. The general 
practitioner’s part in the campaign is more than 
a relationship. They are partners. Of all the 
links in the chain of prevention and curative 
tuberculosis measures, theirs, the first link, is the 
most important. The general practitioner has the 
opportunity to make the earliest diagnosis. The 
possibility of tuberculosis needs always to be 
kept in mind. Remember not to depend on the 
stethescope to make an early diagnosis. Certainly 
not depend on it to rule out tuberculosis. The 
x-ray is indispensable and the most important 
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means of diagnosis. If there is any doubt what- 
ever have a chest film. Remember sputum exam- 
ination is a very useful and readily available test. 
Carry specimen containers in your bag. Remember 
that old people may have tuberculosis and that 
Grandpa and Grandma who have coughed for 
years may be spreading tubercle bacilli. 


In conelusion-—Tubereulosis can be prevented ; 
Tuberculosis can be cured; Tuberculosis can be 
eradicated—by the co-ordination and co-operation 
of the efforts of governments, social agencies, 
educational institutions and the medical profession. 





OBITUARY 





HERBERT PETER HOWELL GALLOWAY 

Herbert Peter Howell Galloway, leading orthopaedic 
surgeon, died in Winnipeg General Hospital on July 
3th, aged 73. He was born in Hawkesville, Ontario, 
and received the degree of M.D., C.M. from Victoria 
University in 1887. He engaged in general practice 
in Toronto for nine years, after which he was associated 
with the late Dr. B. D. McKenzie in the Toronto 
Orthopaedic Hospital. In 1905 he came to Winnipeg 
and established a clinic at 661 Broadway, where he 
continued to practice until his death. He was Assoc- 
iate Professor of Surgery (Orthopaedics) in the 
Manitoba Medical College and Faculty of Medicine, 
University of Manitoba, from 1906 to 1931, and for 
a similar period was Orthopaedic Surgeon at Winnipeg 
General Hospital. 


In 1912 Dr. Galloway went to England to work with 
Sir Robert Jones who was Surgeon General R.A.M.C. 
during the Great War. During the war Dr. Galloway 
was in charge of all Orthopaedic cases in Medical 
District No. 10, from 1915 to 1919 with the rank of 
Lieutenant-Colonel. 


He served as President of the American Orthopaedic 
Association, the Manitoba Medical Association, and 
the Winnipeg Medical Society. He was the origine! 
orthopaedic surgeon at the Children’s Hospital, Win- 
nipeg. He was a member of the Canadian Medical 
Association, Manitoba Medical Association, American 
Academy of Orthopaedic Surgeons, and Fellow of the 
American College of Surgeons. He contributed 
numerous articles on Surgery to medical journals 
throughout Canada and the United States. 


It is not too much to say that Dr. Galloway established 
modern orthopaedic methods in Western Canada and 
that he stimulated research along many lines. In 
closing a Lister Day oration he spoke of that great 
surgeon as having “clean hands and a pure heart.” 
With justice this might also be said of Dr. Galloway. 





DR. OLAFUR STEPHENSEN 


Dr. Olaphur Stephensen, 74, first Icelandic physician 
in Canada, died at Winnipeg on July 17th. He was 
born in Iceland and took some medical studies in the 
University of Reykjavik, Iceland, and in the University 
of Copenhagen. He came to Canada in 1893; attended 
the Manitoba Medical College for a year, and graduated 
in 1895. During the war he served with the C.A.M.C. 
from 1916 to 1918. Following the war he returned to 
Winnipeg and practiced until his retirement in 1929. 
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An increased supply of calcium and phosphorus is particularly important 
during pregnancy and lactation since, in addition to her own requirements, 


the mother must support the demands of the fetus for these elements. 


Since food preferences are often accentuated during pregnancy, calcium 
intake may be deficient. The addition of calcium alone, however, is not enough. 
It has been demonstrated that three factors—ealcium, phosphorus, and Vitamin 
D-—must be supplied in proper ratio to secure best results. Many physicians 
prescribe Viophate-D, Dicalecium Phosphate Compound with Viosterol Squibb 
because it provides these three factors in therapeutically effective quantities. 
It is supplied in both tablet and capsule forms. 


One pleasantly flavored tablet, or two capsules, contains 9 grains dicaleium 
phosphate, 6 grains calcium gluconate, and 660 Int. units of Vitamin D. The 
capsules are useful as an alternative dosage form. Capsules are available in 
bottles of 100 and 1,000; tablets in boxes of 51 and 250. 
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